SEPA Environmental Event Report 


Elms Event Number ENV/0899611 Notification Number 1 

Event Description 2 sisters odour complaint 


Reported By 

Surname 

Forename 

Organisation Contact 

Name 

Address 1 

Address 2 

Address 3 

T own 

Post Code 

Tel No 

Fax No 

Email Address 

Receiving Officer 

Time Received 13:20:00 

Date Received 18-JUN-19 


Location 


Origin Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 14:20:00 

Date Responded 18-JUN-19 

Within 24? Yes 

Located Notifiers Address? Yes 


Date Event Occurred 18-JUN-19 

Site Name RSA Site? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact Category 4 - Other 

Cause Unknown 

Source IPC/PFCpartA 

Potential Hazard 

Complainants Notified? Yes Details 


Type Odour 

Sector Industry 

Sepa Activity PPC 
Farm Name 
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SEPA Environmental Event Report 


Action 

Description 


Clive not Clyde. 

SCC notified team by email about odour complaint; 2 sisters chicken factory. Smelling at property outside 
live approx mile from site, the usual - quite strong today - rotten offal . rate as 4 out of 5. 18/06/19 13:20 however 
been aroma last few day that wasnt quite so bad. Acrid and sick inducing, smell is consistent, no set pattern that he can 
judge. 

also smells it. Weather: Breezy - dry reasonably bright, w ind coming from the west. 

w as in the area and planning to visit the site to do an odour assesment (follow ing another complaint 
of diesel) phoned to advise of odour complaint at 'Dalblair' 2 sisters, weather: sunny intervals, 

moderate breeze, 18 degrees C, SW 16mph wind direction. 14:20-14.35 hrs visited Union St. Scalder odour but only 
for a brief moment whilst opp garage. 14:40-14:55 Kings road/ Princes croft- Scalder odour for a few seconds on 3 
occasions over 15 mins. 14:55- 15:00hrs Strathmore Avenue/ Sidlaw cr Scalder odour for a few seconds near the 
corner of Kings Road. 15:00-15:10 George St/ Scotmid car park- Scalder odour for a brief couple of seconds at the back 
of scotmid near to the site boundary. did not substantiate an offensive odour. While on st knocked on 

door at '.however was not in. 15:53 called to advise that SEPA colleague had been in the 

area he w as not in so left a voicemail advising to call back if w ished. notified the site that w e had received an odour 
complaint, but did not substantiate it at time. 

NFA: w as not substantiated as offensive on this occasion, ongoing w ork w ith site to manage odour. 
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